To:  Guy,  KerryfGuy. Kerry@epa.gov];  Matt  Francis  <m.francis@erllc.com> 

(m.francis@e  rile. com)[m. francis@erilc.com] 

Cc:  Miller,  Jamie[JMiller@TechLawlnc.com];  Petri,  Elliott[Elliott. Petri@WestonSolutions.com]; 

Neville  Kingham  (neville@kinghamcsi.com)[neville@kinghamcsi.com];  Powell, 

Greg[Powell. Greg@epa.gov];  Way,  Steven[way. steven@epa.gov] 

From:  Christner,  Jan 

Sent:  Mon  8/17/2015  9:45:16  PM 

Subject:  Updated  Gold  King  Mine  Discharge  and  Pond  System  Analytical  Results 

Gold  King  Mine  Discharge  Water  Qualitv.xlsx 


Attached  is  an  Excel  spreadsheet  showing  the  Gold  King  Mine  discharge  and  pond  system 
discharge  analytical  results.  Each  location  is  shown  on  a different  tab  in  the  workbook.  Two 
samples  are  available  for  each. 


Gold  King  Mine  discharge:  8/10/15  and  8/13/15 
Pond  System  discharge:  8/11/15  and  8/13/15 


1 will  add  subsequent  analytical  results  to  the  spreadsheet  when  they  are  available.  Please  let  me 
know  if  you’d  like  to  see  these  in  a different  format. 


This  spreadsheet  has  the  results  with  no  comparisons.  Please  let  me  know  if  anyone  would  like 
the  version  with  comparisons  of  pre-  and  post  settling  results,  variability  between  samples,  and 
comparisons  to  various  other  data  (pre-blowout.  Gold  King,  standards  for  Cement  Creek,  etc). 


Neville,  please  let  Matt  know  if  he  should  or  shouldn’t  forward  these  with  the  RFP  and  if  the 
settling  basin  outfall  results  should  be  deleted  first. 


Jan 


Jan  Christner 
Weston  Solutions,  Inc. 
505-269-1925  (cell) 
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CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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